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Message Text 


CONFIDENTIAL 

PAGE 01 JIDDA 04205 301000Z 

13 

ACTION FBO-01 

INFO OCT-01 NEA-05 ISO-OO OC-06 CCO-OO OCL-OO /013 W 

105346 

R300918Z SEP 73 
FM AMEMBASSY JIDDA 
TO SECSTATE WASHDC 5045 
INFO AMEMBASSY ATHENS 

CONFIDENTIAL JIDDA 4205 

DEPT FOR FBO AND O/C; ATHENS FOR ATO 

EO 11652: GDS 

TAGS: ABLD, ACOM, SA 

SUBJECT: ROOF OF CCC AREA 

1. INSTALLATION OF RADOME, CHILLER AND ANTENNA BEING 
DELAYED PENDING ASSURANCE THAT ROOF WILL 
SUPPORT INSTALLATION. 

2. DURING HIS INSPECTION OF CCC AREA ENGINEER HANSEN 
STATED THAT INSTALLATION WOULD NOT AGGRAVATE PRESENT 
SITUATION AND THAT INSTALLATION COULD PROCEED BEFORE 
PERMANENT REPAIRS WERE COMPLETED. 

3. REQUEST FBO CONFIRM THIS TO ATO ATHENS AND EXPEDITE 
DRAWINGS SO THAT EMBASSY MAY ESTIMATE COST OF REPAIRS. 
HORAN 


CONFIDENTIAL 
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